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Page 95 of NCITS 317-1998 ATA/ATAPI-4 Table 13 in the Word file is correct. But when converted to a pdf 
file the table width changes slightly which in this case resulted in extra word wraps. The extra word wraps 
caused data in the different columns to align incorrectly. The wrong alignment for standards distributed 
using the pdf rather than the Word file resulted in bits 0 through 4 of IDENTIFY PACKET DEVICE informa- 
tion Word 0 to be represented incorrectly. 


In this erratum, Page 45 is reprinted with the correct alignment. 


An American National Standard implies a consensus of those substantially concerned with its scope and provisions. An 
American National Standard is intended as a guide to aid the manufacturer, the consumer, and the general public. The exist- 
ence of an American National Standard does not in any respect preclude anyone, whether he has approved the standard or 
not, from manufacturing, marketing, purchasing, or using products, processes, or procedures not conforming to the stan- 
dard. American National Standards are subject to periodic review and users are cautioned to obtain the latest editions. 


The American National Standards Institute does not develop standards and will in no circumstances give an interpretation of 


any American National Standard. Moreover, no person shall have the right or authority to issue an interpretation of an Amer- 
ican National Standard in the name of the American National Standards Institute. 


CAUTION NOTICE: This American National Standard may be revised or withdrawn at any time. The procedures of the 
American National Standards Institute require that action be taken to reaffirm, revise, or withdraw this standard no later than 
five years from the date of approval. Purchasers of American National Standards may receive current information on all stan- 
dards by calling or writing the American National Standards Institute. 
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Table 13— IDENTIFY PACKET DEVICE information 


General configuration bit-significant information: 
15-14 10=ATAPI device 
11=reserved 
13 reserved 
12-8 Field indicates command packet set used by device 
7 1=removable media device 
6-5 00=Device shall set DRQ to one within 3 ms of receiving PACKET 
command. 
01=Device shall assert INTRQ when DRQ is set to one after 
receiving PACKET. 
10=Device shall set DRQ to one within 50 us of receiving PACKET 
command. 
11=reserved 
reserved 
00=12 byte command packet 
01=16 byte command packet 
1x=reserved 
| 1-9) | Rl | Reserved 
| 20-22 «| R |Reseved 
|_28-26_| _F-_| Firmware revision (8 ASCIl characters) 
Capabilities 
1=interleaved DMA supported 
1=command queuing supported 
1=overlap operation supported 
1=ATA software reset required (obsolete) 
1=IORDY supported 
1=IORDY may be disabled 
1=LBA supported 
1=DMA supported 
Vendor specific 
a i PIO data transfer mode number 
Vendor specific 
Reserved 
1=the fields reported in word 88 are valid 
O=the fields reported in word 88 are not valid 
1=the fields reported in words 64-70 are valid 
O=the fields reported in words 64-70 are not valid 
1=the fields reported in words 54-58 are valid 
O=the fields reported in words 54-58 may be valid 


54-62 | R | Reserved 
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